I 



Pennsylvania 

DEPARTMENT OF HUMAN SERVICES 


Sent via e-mail: eailbert@bethanvhome.ora 
Mailing Date: January 30, 2017 


Mr. Kevin Snyder. CEO 
Bethany Home Inc. 


RE 


Dear Mr. Snyder: 

As a result of the Department of Human Services' licensing inspection on 
November 28, 2016 of the above facility, the violations with 55 Pa .Code Ch. 3800 
(relating to Child Residential and Day Treatment Facilities) specified on the enclosed 
License Inspection Summary were found. [ 

i 

All violations specified on the enclosed License fnspectson Summary must be 
corrected by the dates specified on the License Inspection Summary and continued 
compliance v^ith 55 Pa.Code Ch. 3800 must be maintained, | 

i 

Sincerely, ! 


bfpan 

Child 





Enclosure 

Licensing Inspection Summary 


Bureau of Human Services Licensing 
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VIOLATJON REPORT 

CHILD RESIDENTIAL LICENSING - 55 Pa.Code Chapter 38U(J 


FacHIty Name; ECK GHOLFP HOME 




Director: Melinda Ca^tro 


Legal Enlily Name; BETHANY HOME INC 


Lepal Entity Address 


Certiflcatets) of Occupancy 

C-2 LP 

03/0e;i999 

LI 


License Humber' 24576 


County: Berks 


Region; MOKTHliAST 



Program Type: 

Licensed Capacity: 

Number of Children Served: 

Residential Setvicos 

14 

7 

Type of inspeciio^i; Partial 

BHA Docket NlirribET: 

Notice: Unanncuriced 

Rcason(s] for lt;speclion(s) 



liiddent 




On-Site Ins pectin ns Dates and Department Representatives On-Site 
11/28/20'!6: Pjai^a, Gerard; Bo^ack, Amie 


Off-Slte Inspection Dates and Inspectors^ if Applicable 


Othei; Details 
Partial or FuU Trigg ers: 


hildren: 
rs: 0 
ars: 0 
ears: 3 
ears: 4 


Random Indicators: 


Child Demographic Data as of Inspection Dates 


Number of Children who; 

Arc Adjitdicated Delinquent: t 
Ate DepEndent: 7 
Have Mental [llnfiss: 6 
Have an JntcireclLral DisabJIity; 2 
Have a Physical Disability; 0 
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Licensing Inspection Summary: 24576 - 11/28/2016-Piazza, Gerard 
Facility Nanne: ECK GROUP HOWIE 

1. REGULATION 55 Pa.Code §3800 

3800.15(a) -The facility shall immecllately report suspected abuse of a child in accordance with 23 Pa.C.S. § § 6301-6385 
(relating to the Child Protective Services Law) and Chapter 3490 (relating to protective services). 


2a. DESCRIPTION OF VIOLATION 

On HH Child # 1 made allegations of sexual abuse, nai 
reported through the Child Welfare Information Solution until 




iember Aas the alleged perpetrator. This ipcident Was not 


3. PLAN OF CORRECTION (POC) (Attach pages as necessary. Remember that you must sign and date any attached pages.) 

Include steps to correct the violation described above and steps lo prevent a siinilar violation from bccurring again. If steps canfibt be completed 
imrnedialely, include dates by which ihe steps will be completed. 


Odt±xi 


Repeat Violation: No 


Signature Of Legal Entity Represent 
(Required on EVERY Page) / 


Date(s) of Previous Violation(s): 




DEPARTMENTUJ§te ONLY - FACILITIES MAY NOT WRITE BELOW THIS LINE!_ 


The above plan of correction is approved as of — ^ — Plan of correction implementation status as of * - 

(Date) 

I [ Fully Implemented 
s Partially Implemented - Adequate Progress 

rtf r-nrrtfif'tinn wsiq annrn\/pH h\> I I Partiallv Imnlemenferl - Inarieouafe PrnnresR 


The above plan of correGtion was approved by 


(Initials) 


□ Partially Implemented - Inadequate Progress 

□ Not Implemented 
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Licensing Inspection Sumrnary: 24576 - 11/28/2016 - Piazza, Gerard 
Facility Natite; EGK GROUP HOME 

1. REGULATION 55 Pa.Code §3800 

3800,15(b) - If there is an allegation of child abuse involving facility staff persons, the facility shall submit arid fmplernent a 
plan of supervision in accordance with 23 Pa.C.S. § 6368 (relating to investigation of reports) and § 3490.56 (relating to 
county agency investigation of suspected child abuse perpetrated by persons ettiployed or supervised by child care 
services and residential facilities). 

2a. DESERTION OF VIOLATION 

On Child #1 made allegations of sexual abuse, naming Staff Member A as the alleged perpetrator. The facility did not submit 

and implement a plan of superVisioh, 

3. plan OF CORRECTION (POC) (AUacii piigc,s as iieccssary. Remember that you must sign and date any attached pages.) 

Include steps to correct the violation described above and steps to prevent a similar violation from occurring again. If steps cannot be completed 
ifnmediately, include dates by which the steps will be completed. 




Repeat Viplatipn: No 


Date(s) of Previous Violation(s): 



Signature of Legal Entity Represe 
(Reauired on EVERY Page 


DEPARTWIENTJiSE ONLY - FACILITIES MAY NOT WRITE BELOW THIS LINE! 


Plan of Correction implementation status as of y 

(Date) 

□ Fully Implemented 

Partially Implemented - Adequate Progress 
I I Partially Implemented-inadequate Progress.. 

I I Not Implemented 
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Licensing Inspection Summary; 24576 11/28/2016 - Piazza, Gerard 

Facility Name: ECK GROUP HOME _^___^_ 

1. REGULATION 55 Pa.Code §3800 

3800,16(C) - The facility shall Gompiete a written reportable incident report, on a form prescribed by the Department, and 
send it to the appropriate Departmental regional office and the contracting agency, within 24 hours. 


2a. DESCRIPTION OF VIOLATION 

On Child # 1 made allegations of sexual abuse, naming Staff Member A as the alleged perpetrator. This incident was not 

reported through the Fiome and Communitv Services Information System, _ . _ 

3. plan Of CORRECTION (POC) (Attach pages as necessary. Remember that ymt must sign and date any attached pages.) 

Include steps to correct the violation described above and steps to prevent a similar violation from occurring again. If steps cannot, be completed 
Immediately, include dales by which Ihe steps will be completed. 



Repeat Violation: No Date(s) of Previous Violationfs): | 

Signature of Legal Entity Representatiy^ , /? v /f , 

(Required on EVERY Page) ( \/i 

Printed Name and Title of Legal EntityRepresentatiX^ 

iR«,ufedonEVERY,.^.^^,^^^ C+r'r/-UJ'Thimf'-ternPOA 


DEPARTWIENT OsIe ONLY - FACILITIE! 

3 MAY NOT WRITE BELOW THIS LINE! 


The above plan of correction is approved as of 


(Date) 


Plan of correction irnplernentation status as of \- 30 - n 

(Date) 


TKe above plan of correction was approved by 


(Initials) 


□ Fully Implemented 

Partially Implemented - Adequate Progress 
I ] Partially Implemented - Inadequate Progress 
[~| Not Irhplemented 

















Plan of CQrrtections 


Eck Cottage 

Immediate Fix 

Compliance Code 3800.15(a) 

The facility shall immediately 
report suspected abuse of a 
child in accordance ■witli 
... .(relating to Child Protective 
Services Law) ;and Chapter 

3490 (relating to protective 
services). 


Child #1 made 
allegations of sexual abuses 
naming Staff Member A as the: 
alleged perpetrator. This 
incident 'was not reported 
through the Child Welfare 
Infdnnation Solution until 


Upon healing of the 
allegations. Directorsireviewed 
the incident with staff that 

Child #1 made the allegations 
to.. Staff were informed that 
even though Child # I'stated he. 
was making allegations to get 
Staff Member A fired, a report 
needed to be made to 

Childline. A Childlirie call 
was placed immediately. 

Compliance Code 3800.15(b) 

If there, is an allegation of child 
abuse involving facility staff 
persons, the facility shall 












Plan of Cnrr^ctfons for November 2016 



submit and implement a plan 
of supervision 

Child #1 tnade 
all^rafflf of sexual hbuse, 
naming Staff Member A as the 
alleged perpetrator. The 
facility did not submit and 
implement a plan of , 
supei-vision. 

Staff Member A is no; longer 
empl oyed with; the agency. 

The allegations have also been 
unfounded. 

members receiving the 
allegation will contact 

Childline. Staff member will 
then contact Team 
Supervisor/OCCS and a plan 
of supervision will be 
implemented immediately until 
an investigation is completed. 


Compliance Code 3800,16 (c) 

The facility shall coniplete a 
written reportable inctdent 
report, on a form prescribed by 
the Department, and Send, it to 
the appropriate Departmental 
regional office and the 
contracting agency, within 24 
hoiu'S. 

Upon hearing of the 
allegations, Directors reviewed, 
the incident with staff that 

Child #1 made the allegations 
to. Staff were informed that 
even though Child SI, stated he 
was making allegations to get 
Staff Member A fired 
(presumably false pretenses), a 

Staff Members were informed 
that even though the 
allegations were presumably 
false as stated by Child #1, a 
written reportable incident 
report still need to be filed and 
will need to be filed for any 
future allegations. 

Team Supervisors, OCCS, 
Directors 

















